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Message Text 


UNCLASSIFIED 

PAGE 01 TOKYO 11248 140420Z 
21 

ACTION EA-09 

INFO OCT-01 EB-07 ISO-OO /017 W 

060607 

R 140324Z AUG 75 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2454 

UNCLAS TOKYO 11248 

FOR OIM/WELCH 

E.O. 11652: N/A 
TAGS: BEXP, JA 

SUBJECT: OCTOBER MEDICAL SHOW 

1. M. FUJIWARA, AMCO INC, REQUESTS OIM SEND INFO KIT TO 

GEORGE GARAMY, INTL MARKETING MGR, FRIGITRONICS OF CONNECTICUT 
INC, 770 RIVER RD, SHELTON, CONN 06484, TEL (203) 929-6321, 

AMCO WISHES PARTICIPATE, WILL COORDINATE CONTRIBUTION WITH 
FRIGITRONICS DIRECTLY. AMCO WILL COMMUNICATE U.S. PRINCIPAL 
TO SUBMIT NON-ESTABLISHED PA AND CHECK TO OIM ASAP. FYI, 
FRIGITRONICS WILL EXHIBIT CRYOSURGERY SYSTEM. 

2. REF TOKYO 10719 PARA THREE: FOLLOWING PENDING CONTACTS 
DECLINED PARTICIPATION: (1) ABBEY RENTS AND SELLS (2) AMERICAN 
OPTICAL CORP (3) CORNING GLASS INTL (4) COULTER ELECTRONICS 

3. TC COUNTS 30 PA'S INCLUDING FIVE OIM VERBALS FOR 51 U.S. 

FIRMS AND HAS TEMPORARILY CEASED ACCEPTING ADDITIONAL PARTICIPATS 
PENDING FINAL DESIGN/EXHIBITION AREA LAYOUT ALLOCATIONS. 

ALL PENDING CONTACTS NOW ON WAITING LIST AND WILL BE 
ACCEPTED ON SPACE AVAILABLE BASIS. 

SHOESMITH 
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NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975T0KY011248 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750280-0605 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750851 /aaaabsmn.tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: izenbeiO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 02 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <02 JAN 2003 by ReddocGW>; APPROVED <17 MAR 2004 by izenbei0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: OCTOBER MEDICAL SHOW 
TAGS: BEXP, JA 
To: COM 
Type: TE 
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